To:  Way,  Steven[way. steven@epa.gov] 

From:  Coursen,  Robin 

Sent:  Fri  8/21/2015  9:39:31  PM 

Subject:  RE:  BOR  Funding  - GK  support  and  Independent  review 


So  the  $125k  for  the  study  is  done  and  out.  I will  do  the  next  WAF  for  $50k  for  the  tech  support 
through  Dec.  and  have  Due  sign  on  Monday. 


From:  Way,  Steven 
Sent:  Friday,  August  21,2015  3:17  PM 
To:  Ostrander,  David;  Coursen,  Robin 
Cc:  Williams,  Laura;  Poetter,  Joe 

Subject:  BOR  Funding  - GK  support  and  Independent  review 


Apparently  Dana  S.  is  telling  the  BOR  that  they  cannot  use  the  funds  to  perform  work  they  came 
down  to  do  on  August  14,  but  that  was  not  what  they  did  because  the  event  had  occurred.  They 
apparently  need 


GK  - Release:  tech  support  ($  50)  through  December  - construction  safety  support,  engineering 
review  of  plans 


GK  - Release  Technical  Review  / Independent  ($125K)  - HQ 
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